Water Testing Services Nj 



RAdata is also your local source for water quality expertise, testing, and correction. If your 
home has public water, you can obtain reports on the quality your family's drinking water. 
However, if you are on a private well, the only way to know the composition of your water is to 
do a test. Our qualified technicians are available to sample the water in your home today. If a 
problem is found, RAdata can assist you in fast, effective, and economic correction. 

Radon Testing 

How healthy is your home? How healthy is your child's room? Radon is an invisible radioactive 
gas that seeps into your home from underground. The only way you can tell if your home has 
dangerous levels of Radon is to perform a radon test. Test your own home with a self-service 
radon test device, or order one of our friendly, licensed technicians to perform a test in NJ or 
PA. 

Water Testing 

Let RAdata handle your Well Testing today. Find out what's really in your family's drinking 
water. Or, if you're selling a home, NJ law requires that the private well is tested for 
compliance. 

Radon Treatment 

"We were very concerned with the high radon reading in our home, especially since we were 
thinking of putting the house on the market. RAdata was knowledgeable, friendly, and 
affordable. I called for a free estimate, and we were able to have our mitigation system 
installed and running the very next day. The retest was performed and we were well below the 
limit. We would recommend RAdata to anyone who is concerned about high radon levels." 

Vapor Intrusion 

Total Solutions for Vapor Intrusion: Radata is your best choice to resolve poor indoor air-quality 
issues, minimize occupant health risk, and restore property values. 

Water Treatment 

Radata, you local water treatment experts: solving water quality problems and providing safe 
drinking water to all of New Jersey since 1984. 



Vapor Barrier 

RAdata is a Certified Applicator of the innovative cold-spray Liquid Boot® Vapor Membrane and 
also installs polyethylene barriers for vapor intrusion. These products are typically used and 
specified for redevelopments on former landfill, gas station or Brownfield sites. 

Why use Radata to treat your home for Radon 

1. Experience- Radata was the first licensed company in the State of NJ to test and remove 
radon. 



2. Dependability- Radata replaces 5 to 10 
systems per week improperly installed by less 
experienced competitors 

3. Credibility- Radata is the program manager 
for the USEPA Regional Radon Training Center 



4. Confidence- Radata installs 60% of all radon removal systems installed in the State of NJ, the 
other 40% of radon removal systems are installed by 11 other companies. 

5. Effectiveness- Radata Treatment Systems reduce radon to below 1 pCi/l (picoCuries per liter) 
90% of the time 




You'll always get our friendly, knowledgeable staff to assist you with whatever your needs may 
be. If you're looking for competitive prices for superior service, call today. It's the only call you'll 
need to make. 

Pwta testing & water safety and chemistry testing: 

Clean water is something we often take for granted. In truth, the water we use to drink and 
bathe can contain a number of unseen contaminants. Even from city water sources, which 
have to follow mandatory quality standards, water must flow through miles of piping and can 
pick up dirt, chemicals, and bacteria on its way to your home. 

Water contaminants are present in many homes. Some indicators of 
nuisance issues are white spots on clean dishes, unwanted color or 
odor to the water, erosion of appliances and plumbing, and dry or 
brittle skin, hair, and nails. Other potentially harmful contaminants, 
such as Coli form bacteria, can upset the stomach and make you 
sick. An estimated 20-40% of wells fail bacteria testing. 65% of New Jersey is serviced by private 
wells, and the water quality should be tested on a regular basis to monitor any changes in 
chemistry. 




We offer many options from basic water safety testing, to analysis for general water chemistry 
or even specific uncommon contaminants of concern for your area. Call today to speak to a 
representative that can assist you in selecting a water quality test for your family's drinking 
water. 

Private Wells & Real Estate: 

The PWTA (Private Well Testing Act) well test is mandated for 
all home sales in the state of NJ. Unfortunately, a real estate 
transaction can be a very stressful time to begin with, so let us 
handle your water needs. RAdata's in-house certified 
laboratory and sampling technicians can assist you with 
knowledge about what needs to be tested, arranging for the 
test, interpreting your test results, and options for treating a 
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problem if one exists. 

RAdata is more than just your radon or water treatment company. We're smiling faces here to 
help you whether you are in the process of buying or selling your home, or just interested in 
maintaining the quality of your indoor air and water. When you place your call, you'll get fast, 
personal service - no answering machines. You may have noticed that some of your past radon 
or water treatment companies seem to be here today and gone tomorrow. We've noticed too! 
After more than 25 years in business you can be assured that RAdata, the first licensed radon 
testing & treatment business in New Jersey, will always be around when you need us. We are 
fully insured, as well as fully certified and licensed by the NJ DEP. We are also certified in other 
states for both laboratory and remediation work. 

Call us today to schedule a test, receive a FREE estimate to remediate a radon or water quality 
problem, schedule a service on your current remediation equipment (even if we didn't install 
it!), or to simply ask a question. You'll always get our friendly, knowledgeable staff to assist you 
with whatever your needs may be. If you're looking for competitive prices for superior service, 
call today. It's the only call you'll need to make. 



For more information please visit 
http://www.radata.com 



